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08/19/2011 


Sulyun Walton 

Assistant District Attorney, Suffolk County 
Dear ADA Walton, 

Enclosed is the information you requested in regards to Commonwealth 
Included are copies of the following: 

1. Curriculum Vitae for Annie Dookhan. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples # BHHHHHH 

4. Analysis sheets with custodial chemist’s hand notations and test results. 


Annie Dookhan was the custodial chemist and performed the testing and net weight for this sample. 
If you have any questions about these materials, please call me at the numbei below. 


Sincerely, 

- 

-Annie Dookhan 
Chemist ft 
Drug Analysis Lab 
Jamaica Flam, MA. 02130 
(617)983-6631 


Han email PRR 003625 




Curriculum Vitae 


Annie Khan (Dookhan) 


Slivefsity of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science m Biochemistry. 

Experience: 

^ Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed stx-tveek trammg course eondueted by senior staff w,thin the Department of Public 
Health Drug Analysis Laboratory. TT u , in A.t 

♦TrainecDn the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

*Quahfied'as'an expert witness in Massachusetts Courts and U.S. District Court 

n°c Analyst I. II . UMMS-Massachusetts Biologic Laboratory, QC Material Control 

Completed proficiency training conducted by a member of the staff within the MLB Quality 

Control Sind Quality Assurance Dcpiu tment. ■ r . 

♦Method Development for creating new techniques and enhancing vaccines foi t Q 

•Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

“ »* be,cnees for the purpose of QC 

&QAof a „ a ,y.,calm— ,o„. 

♦Complete Jtmg of che,meals Index, PDR, etc. 

♦Compendial testing and interpretation oi the USP, ACi>, 

Additional Training: . 

Dept, of justice - Forensics Professionals, (numerous tamings) 

GLP/GMP training with Massachusetts Biologic Laboratoiy. 

OC/QA training according to FDA Codes and Regulations- 
GC and GC/MS trainings with Agilent Technologies and Reste . 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FT® training with Spectros. 

TOC training with MBL and Sievers. 


Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 
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DEPARTMENT 


DRUG RECEIPT 


PAGE i 
DESTRUCTION 


District/Unit —/—I---- 

Name & Rank of Arresting Officer _J_ J ^ ) 


ID# JZjt 


DEFENDANT'S NAME 


ADDRESS UIY 

i 'Z B Ur cnric F sF ferusi hh 

Z f A 5,r-: ( / /» PenJ Pr _ 

/ZB /) / v c fc £-/- /3> nr/ /) J 



DESCRIPTION OF ITEMS SUBMITTED 

vz~s-r^M P> laJiC ll-J'jN'b fikj 


_X/Ut£LUS- ^,¥ ^7 


GROSS 

QUANTITY 


/ZFO * 


GROSS 

WEIGHT 
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o 


drug powder analyses form 

AGENCY 


sample# 

No. of samples tested; 



o 


ANALYST^ 

Evidence Wt 




PHYSICAL DESCRIPTION: 

Gross Wt ( ): 

lO Y>\ U.C. co rvcY YtA Loy 

Gross Wt ( ): 

v\ - Y. 

Pkq. Wt: 


Net Wt: l-'vtOi 


PRELIMINARY tests 
S oot Tests 

Cobalt 

-j Thiocyanate ( —) - 
^ Marquis 
Froahde's 

3 Mecke’s_ 


Microcrystalllne Tests 


Gold 

Chloride_ 

TLTA ( ) 


OTHER TESTS 

\X\t-Q — ___ : _ 

QM\o 














File C:\CHEM32\1\DATA\SIG1000001-D 

de Name: BLANK 


Acq. Operator = ASD 

Acq Instrument : DrugLab GC #2 

injection Date : 7/8/2011 7:08:06 AM 


Seq. Line : 1 

Location : Vial 1 
inj : 1 

Inj Volume : 1 M 1 



Sorted By 
Multiplier: 

Dilution: 

Do not use Multiplier 


; Retention Time 

: 1.0000 

; 1.0000 

& Dilution Factor with ISTDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area 
# [min] ^ [pA*s] 

J 1.060 1 BB S 6.24837e4 


Totals : 


6.24837e4 


Height Area 

[pA] % 

-j—----- 

6.93163e4 1.000e2 

6.93163e4 


***.End of Report *** 


/nz-imi T.ifl.m ZxM ASD 
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C:\CHEM32\l\DATA\SXG1000002.D 
COCAINE/CODEINE STD 


Data File 
Sample Name: 

Acq. Operator 
Acq. Instrument 
Injection Date 


ASD 

DrugLab GC #2 
7/8/2011 7:42:49 AM 


Seq. Line : 2 

Location : Vial 2 
Inj : 1 

Inj Volume : 1 /il 



Sorted By 
Multiplier: 

Dilution: 

Do not use Multiplier & 


Retention Time 
: 1,0000 

. 1.0000 

Dilution Factor with ISTDs 


Signal 1: FID1 A, 


Peak RetTime Sig Type 
# [min] 

1 1.061 1 BB £ 

2 6.923 1 BB 

3 7.475 1 BB 


Area ' Height 

[pA*s] [P A ^ 


6.63614e4 5.91240e4 

324,61111 420.19220 

309.01593 378.25244 


Area 


99.05422 
0.48453 
0.46125 


Totals 


6.69951e4 5.99225e4 


*** End of Report *** 
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Data .File C:\CHEM32\l\DATA\SIG100000J.D 

Sample Name: BLANK _ 


Acq. Operator 
Acq. Instrument 
Injection Date 


ASD 

DrugLab GC #2 
7/8/2011 8 :17 --35 AM 


Seq. Line : 3 

Location ; Vial 3 
Inj : 1 

Inj Volume : 1 Ml 



Sorted By 
Multiplier: 

Dilution: 

Do not use Multiplier & 


Retention Time 
. 1.0000 

. 1.0000 

Dilution Factor with ISTDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area 
# [min] tP A * s] 


1 1.061 1 BB S 6.05034e4 

. -i 6.05034e4 

Totals : 


Height Area 

[pA] % 

-j-- 

6.29893e4 1.000e2 

6.29893e4 


*** End of Report *** 
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File C : \UHKl v i3 2\l\u/iJ.^ w-*^ 


le Name: 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD 

DrugLab GC #2 
7/8/2011 8:52:21 AM 

] 

C:\CHEM32\l\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\GENSCAN.M 

3/9/2011 1:49:11 PM by ASD 


Seq. Line 
Location 
Inj 

Inj Volume 


Vial 4 


” FSD1 a, (SIG1000004.D) 

pAl 3! 





Area Percent Report 


„ : Retention Time 

Sorted By . 1.0000 

Multiplier: ; i.0000 

Dilution « ■ tcthq 

Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area 
# [min] 


Height 

[pA] 


1 1.062 1 ’bB S 6.22011e4 6.58176e4 1.000e2 


Totals 


6.22011e4 6.58176e4 


*** End of Report 


n 7 \.m t\ Qn 
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Acq. Operator : ASD 

Acq. Instrument : DrugLab GC #2 

Injection Date : 7/8/2011 9:27:10 AM 


Seq. Line : 5 

Location : Vial 5 
Inj ; 1 

Inj Volume : 1 ^1 


Sequence File : C:\CHEM32\l\SEQUENCE\DEFAULT.S 
Method : C:\CHEM32\l\METHODS\GENSCAN.M 


Last changed : 3/9/2011 1:49:11 PM by ASD 
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Data File C:\CHEM32\l\DATA\SIG1000006.D 
Sample Name: IBMBMMBBM 


Acg. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD Seq. Line : 6 

DrugLab GC #2 Location ; Vial 6 

7/8/2011 10:01:58 AM Inj : 1 

Inj Volume : 1 ^1 

C:\CHEM3 2\1\SEQUENCE\DEFAULT.S 
C:\CHEM3 2\1\METH0DS\GENSCAN.M 
3/9/2011 1:49:11 PM by ASD 





Area Percent Report 



Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution; : 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1; FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] .[pA] % 


1 1.062 1 BB S 6.0566464 6.55842e4 1.000e2 

Totals : 6.0S664e4 6.55842e4 


*** End of Report *** 


nruoTah GC #2 7/8/2011 10:31:58 AM ASD 
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le C:\CH: 
Name: BL. 


IG1000007.D 


A'cq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD 

DrugLab GC #2 
7/8/2011 10:36:45 AM 

] 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\GENSCAN.M 
3/9/2011 1:49:11 PM by ASD 


Seq. Line 
Location 
Inj 

Inj Volume 


7 

Vial 7 





Area Percent Report 

Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area 
# [min] [pA*s] 


Height Area 
[pA] % 


1 1.062 1 BB S 6.18733e4 6,76309e4 1.000e2 


Totals 


6.1.87 3 3 e4 6.76309e4 


*** End of Report *** 


DrugLab GC #2 7/8/2011 11:06:46 AM ASD 


Han email PRR 003637 

















